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ACTION SY-05 

INFO OCT-01 ISO-OO /006 W 

108981 

PR 101554Z MAR 75 
FM AMEMBASSY BEIRUT 
TO AMCONSUL JERUSALEM PRIORITY 
AMEMBASSY AMMAN PRIORITY 
INFO AMEMBASSY TEL AVIV 
SECSTATE WASHDC 3290 


LIMITED OFFICIAL USE BEIRUT 3116 

JERUSALEM FOR TSO WILFE; AMMAN FOR ADMIN & RSO; 

TEL AVIV FOR RSO; DEPT FOR SY/T 

EO 11652: NA 
TAGS: ASEC ASUP 

SUB J : TECHNICAL SECURITY EQUIPMENT 
REF: JERUSALEM 383 

1. EQUIPMENT REQUESTED REFTEL SHIPPED SPECIAL UNCLAS 
AIR POUCH TO AMMAN FOR ALLENBY BRIDGE CROSSING. FLIGHT 
MEA #312, ETA AMMAN 0730 HOURS 1 1 MAR 75, AWB 026-6104575 1 . 

REG NOS 1069286 AND 1069287. 

2. ONLY ONE REMAINING MTC-21 AVAILABLE. RETURN TWO 
INOP MTC-21S TO RTC FOR REPAIR. 

3. NEW FPS SENT TO REPLACE INOP FPS ON SITE JERUSALEM 
OPERATES NORMALLY OPEN. PIN "A" AND "B" ON PLUG J-l 
PROVIDES ALARM AS A MOMENTARY SHORT. USE EXTREME CARE 
WHILE INSTALLING FPS FENCE CABLE AS KINKS WILL RESULT 

IN CONSTANT ALARM. 12VDC EXTERNAL POWER SUPPLY NOT 
PART OF FPS SYSTEM. SUGGEST ATEMPT PARALLEL OF 1 1-13.5 
VDC FROM OMNI-SPECTRA XMTR HEAD LEFT REAR CORNER CONGEN YARD. 

4. RETURN ALL UNUSED EQUIP WITH SPECIAL TECHNICAL EQUIP 
LIMITED OFFICIAL USE 
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UPON COMPLETION OVIP SERVICES. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BEIRUT031 16 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750083-0626 
From: BEIRUT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750368/aaaacivv.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 JERUSALEM 383 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 AUG 2003 by izenbei0>; RELEASED <07 AUG 2003 by izenbei0>; APPROVED <28 NOV 2003 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TECHNICAL SECURITY EQUIPMENT 
TAGS: ASEC, ASUP 
To: JERUSALEM AMMAN 
Type: TE 
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